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ATOTUAL  REPORT 


of  the 

MEDICAL  OFFICER  OF  HEALTH 

for  the  Year  19^7 


TO  THE  CI-IAIRMAN  AND  MEMBERS  OF  THE  CROMPTON  URBAN  DISTRICT  COUNCIL 


Mr.  Chairman,  Gentlemen, 

I have  pleasiire  in  presenting  my  Annual  Report  on  the  health  of  the 
district  for  196? > which  I hope  will  be  as  in  the  past  a useful  source  of 
reference.  The  details  of  the  year’s  activities  are  described  and 
tabulated  in  the  usual  form. 

The  continuing  development  of  the  urban  district  is  reflected  in  a 
further  increase  of  340  in  population,  and  in  the  building  of  155  houses 
during  the  year. 

There  were  323  births  during  the  year,  50  less  than  in  1966,  giving 
an  adjusted  birth  rate  of  24.3  compared  with  the  national  figure  of  17.2 
This  high  birth  rate,  though  less  than  in  1966,  still  reflects  the 
development  of  a young  population  area,  many  of  the  new  housing  developments 
being  occupied  by  young  couples.  There  were  5 infant  deaths  of  under  1 year, 
to  give  an  infant  mortality  rate  of  15  to  compare  with  the  national  rate  of 
18,3  There  was  1 stillbirth  reported  in  196?  to  give  a rate  of  3*0  compared 
with  the  national  stillbirth  rate  of  14»3«  Though  in  this  type  of  area,  one 
year's  figures  do  not  carry  as  much  comparable  significance  as  rates  for 
large  city  areas,  over  the  past  few  years  both  the  infant  mortality  rate  and 
the  stillbirth  rate  have  remained  below  national  average,  despite  the 
increasing  local  live  birth  rate. 

A total  of  196  deaths  was  registered  during  196?  > giving  an  adjusted 
rate  of  13.9  compared  with  a national  rate  of  11.2. 

Notification  of  infectious  disease  decreased  from  29I  in  1966  to  213  in 
1967,  this  decrease  being  mainly  due  to  the  decreased  incidence  in  measles 
and  dysentery.  Of  the  213  total  notifications,  175  were  due  to  cases  of 
measles  showing  that  measles  is  still  the  main  cause  of  infectious  morbidity 
amongst  children.  Immunisation  against  measles  of  children  between  1 - I5 
years  is  now  available  locally.  Routine  immunisation  against  diphtheria, 
whooping  cough,  acute  poliomyelitis,  together  with  smallpox  vaccination  is 
also  available  for  children,  and  parents  should  take  this  opportunity  to 
protect  their  children  against  these  diseases.  A total  of  between  JO  - 809^ 
fully  immunised  children  is  necessary  for  community  protection  to  keep  the 
area  free  from  these  diseases. 
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In  conclusion  I nust  thank  the  Chaiman  and  Menbers  of  the  Health 
Conmittee  and  the  Clerk  of  the  Council  for  their  co-operation  during  the 
year*  In  particular  I would  like  to  record  my  gratitude  to  Mr.  Hinton,  who 
at  the  tine  of  writing  this  report  has  recently  retired  as  Clerk  of  your 
Council  after  40  years  service  with  Crompton  Council.  Mr.  Hinton  was 
always  most  helpful,  appreciative  and  very  pleasing  to  work  with  during  ny 
own  seven  years  as  Medical  Cfficer  of  Health.  I would  also  thank  the  Senior 
Public  Health  Inspector  and  staff  of  the  Health  Department  for  their 
continued  assistance  and  support,  including  the  preparation  of  this  report. 


Yours  sincerely, 

GILBERT  R.  BRACKENRIDGE 
Medical  Officer  of  Health 


Public  Health  Department, 
Town  Hall, 

SHAW. 


July,  1968 


GEITER.\L  STATISTICS 

Area  (Acres) 2,865 

Population  - (a)  Census  1961 12,708 

(b)  Registrar-General' s (Mid-year  196?) 15 >140 

Ruinber  of  inhabited  houses  at  end  of  I967.... 6,060 

Rateable  Value £500,559 

Sum  represented  by  a Penny  Rate €1,862 


PHYSICAL  FEATURES  AlH)  GEITER/iL  CHiHACTERISTICS  OP  THE  DISTRICT 


The  Urban  District  of  Crompton  covers  some  2,865  acres  located 
on  the  western  slopes  of  the  Pennines  on  the  fringe  of  the  South 
Lancashire  Industrial  iirea,  varying  between  550  to  1,500  feet  above 
sea  level.  It  is  bounded  on  the  north  by  the  Urban  District  of 
Milnrow,  on  the  south  and  west  by  the  Urban  District  of  Royton,  on 
the  south  by  the  County  Borough  of  Oldham  and  on  the  east  by  the 
Urban  District  of  Saddleworth  in  the  West  Riding  of  Yorkshire. 

Much  of  the  outlying  area  is  comprised  of  agricultural  and 
moor  land,  whilst  the  industrial  centre  is  devoted  to  cotton 
spinning  and  here  the  greater  part  of  the  population  is  housed. 

The  district  is  divided  into  four  wEirds,  North,  South,  East 
and  West. 

The  sub-soil  is  chiefly  clay  and  shale,  with  sand  and  rock  in 
places  overlying  the  coal  measures. 

The  district  is  well  served  by  transport  facilities  - rail  and 
bus  services. 
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VIT;iL  STATISTICS 


Live  Births  (Total) 523 

Males  Fenales 

Legitimate I74  130 

Illegitimate 8 11 

Live  Birth  Rate  per  1000  population; - 

Crude  Rate. 21.  3 

Adjusted  Rate 24.3 

(Comparability  Factor  I.I4) 

Illegitimate  Live  Births  per  cent  of  total  live  births 5.9 

Stillbirths 1 

Stillbirth  rate  per  1000  live  and  still  births 3.0 

Total  Live  and  Still  Births 324 

Infant  Deaths  (deaths  under  1 year) 5 

Males  Females 

Legitimate 5 

Illegitimate 

Infant  Mortality  Rates 

I 

Total  infant  deaths  per  1000  total  live  births I5.O 

Legitimate  infant  deaths  per  1000  legitimate  live  births 16. 4 

Illegitimate  infant  deaths  per  1000  illegitimate  live  births...  0.0 

Neo-natal  Mortality  Rate  (deaths  under  4 weeks  per  1000  total 

live  births) 9*0 

Early  ITeo-natal  Mortality  Rate  (deaths  under  1 week  per  1000 

total  live  births)......  3»0 

Perinatal  Mortality  Rate  (still  births  and  deaths  under  1 week 

combined  per  1000  total  live  and  still  births)....  6.0 

Maternal  Mortality  (including  abortion) ITil 

Maternal  Mortality  rate  per  1000  live  and  still  births...... 0.0 

Total  deaths  (all  ages) 19^ 

Death  rate  per  1000  population: - 

Crude  Rate 12.9 

Adjusted  Rate 13*9 

(Comparability  Factor  1.08) 

Principal  Causes  of  Death: - 

Diseases  of  Heart  and  Circulation 78 

Vascular  Lesions  of  the  Nervous  System 51 

Cancer  (all  sites) 26 
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COiyiMENT  ON  VITixL  STATISTICS 


Table  1 shows  the  principal  annual  statistics  for  the  years  196? > 1966, 
1965,  1962  and  1957. 

The  number  of  deaths  in  196?  was  I96,  the  same  as  in  I966,  giving  an 
adjusted  death  rate  of  15*9  (l4«4)  to  compare  with  the  national  figure  of 
11.2  (11.7).  As  in  recent  years  the  principal  causes  of  death  were 
degenerative  diseases  of  the  cardiac  and  nervous  system,  cancer  and  also 
diseases  of  the  coronary  circulation.  In  general  this  reflects  the  increase 
in  the  number  of  old  people  in  the  population  and  the  decreased  importance 
of  infectious  diseases  as  a cause  of  death. 

Tables  2 and  5 show  deaths  by  cause  and  age  in  1967  and  in  previous 
years. 


Five  infants  died  in  the  first  year  of  life  and  Table  4 details  causes 
of  infant  deaths  during  the  year.  Two  of  these  were  due  to  congenital 

malformations,  the  causes  of  which  being  unknown. 

Comparability  Factor.  This  figure  is  supplied  by  the  Registrar- 
General,  and  is  used  to  adjust  the  local  crude  birth  and  death  rates  so  that 
they  can  be  compared  with  the  birth  and  death  rates  for  England  and  Wales 
as  a whole. 


PREVilLENCE  .'AH)  CCNTRCL  OF  HTFECTICUS  /ilTD  NCTIFIAELE  DISE7iSES 


There  was  a decrease  in  the  number  of  cases  of  infectious  disease 
notified,  213  cases  compared  with  29I  cases  in  I966,  This  was  chiefly  due 
to  a decrease  in  the  cases  of  measles  and  dysentery.  Table  6 sets  out  the 
age  distribution  of  persons  notified  as  suffering  from  infectious  diseases, 
and  Table  7 compares  the  incidence  of  infectious  disease  in  1967  with 
previous  years. 

Measles. 


178  cases  of  measles  were  notified  in  1967-  The  bulk  of  the  notifiable 
diseases  occurring  in  the  area  were  measles,  these  cases  being  the  end  of  the 
two-yearly  cycle  of  measles  prevalence  which  had  started  in  the  last  quarter 
of  1966.  During  1967 » one  infant  death  was  recorded  as  due  to  measles. 
Measles  vaccination  is  now  available  locally,  and  it  is  hoped  that  parents 
will  take  advantage  of  this  to  protect  their  children. 

Dysentery  and  Food  Poisoning. 

There  were  only  2 cases  of  dysentery  and  food  poisoning  notified  during 
1967,  but  the  Public  Health  Inspectors  have  to  spend  a considerable  amount  of 
their  time  chasing  and  checking  suspected  cases  and  contacts  or  people  with 
symptoms  of  dysentery  and  food  poisoning.  This  is  readily  seen  by  the  fact 
that  451  faecal  samples  were  submitted  to  the  Public  Health  Laboratory, 
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Diphtheria,  Poliomyelitis,  Smallpox  and  Whooping  Cough. 


As  in  recent  years  no  cases  of  diphtheria,  acute  poliomyelitis  and 
smallpox  were  notified  in  the  area  during  1^67,  but  there  were  7 cases  of 
whooping  cough,  which  now  is  usually  of  a mild  nature.  Parents  are 
advised  to  take  advantage  of  the  immunisation  which  is  available  to 
protect  against  these  diseases. 

Scarlet  Fever, 


Twenty-one  cases  of  scarlet  fever  were  notified  in  19^7  to  compare 
with  12  in  1966,  Due  to  satisfactory  treatment  being  available,  this 
disease  is  now  relatively  mild. 

Tuberculosis, 


Five  new  cases  of  tuberculosis  were  notified,  4 pulmonary  and  1 non- 
pulmonary.  At  the  end  of  1967  there  were  27  persons  on  the  Tuberculosis 
Register,  24  pulmonary  and  5 non- pulmonary.  The  actual  register,  though 
much  decreased  on  pre-war  figures,  is  at  present  not  showing  any  further 
decrease,  due  to  the  odd  case  still  being  notified. 

In  general  nowadays  most  cases  are  notified  early  and  can  be 
satisfactorily  treated.  The  M.M.R.  unit  is  usually  readily  available 
for  X-ray  purposes. 
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GEtTERAL  PRCVISiaiS  OP  PERSONAL  HEALTH  SERVICES. 


These  services  are  administered  by  the  Lancashire  County  Council  and 
for  this  purpose  Crompton  fonns  part  of  Health  Division  I4.  The  Medical 
Officer  of  Plealth  for  Crompton  is  also  Divisional  Medical  Officer  and  the 
address  of  the  Divisional  Office  is  ”Tylon",  Middleton  Road  West,  Chadderton. 
(Tel.  No.  MiiDT  (Oldham)  6251/2). 

The  Assistant  Divisional  Medical  Officer  based  at  High  Street  School 
Clinic  is  Dr.  K.  Curtis  (Tel.  No.  SHAW  7114)* 

MATERNITY  SERVICE. 

Three  midwives  are  employed  to  serve  this  district.  Their  addresses 
are  as  follows: - 

Mrs.  J.  Harris,  'Townhill*,  Chamber  Road,  Shaw.  (SIIAW  7802) 

Mrs.  M.A.  Williams,  75 > Surrey  Avenue,  Shaw  fSHi'iW  6284) 

Mrs.  E.  Bridges,  30,  Jordan  Avenue,  Shaw,  (SHAW  5406) 

Ante-Natal  and  Post-Natal  Clinics. 


/mte-natal  and  Post-natal  clinics  are  held  at  The  Clinic,  High  Street, 
Shaw,  every  Wednesday  from  2 p.m.  to  4 p.m.  (Tel.  No,  SH/iW  7114) • 

INPANT  WELFARE  SERVICES. 


Three  Health  Visitors,  Mrs.  H.I.  Smith,  Mrs,  W.  Frost  and  Mrs.  D, 
Hardwick  are  responsible  for  the  Crompton  district  and  can  be  contacted 
at  the  High  Street  Clinic, 

Two  child  welfare  sessions  are  held  weekly  on  Tuesday  and  Friday 
from  2 p.m.  to  4 p.m.  at  The  Clinic,  High  Street  and  one  weekly  session  is 
held  on  Thursday  from  10  a.m.  to  12  noon  at  St.  Andrew's  Church,  High 
Crompton.  Children  are  referred  from  these  clinics  to  the  Orthopaedic, 
Opthalmic  and  Dental  clinics  as  required. 

Welfare  foods  such  as  National  Dried  Milk,  Cod  Liver  Oil,  Orange 
Juice  are  available  at  the  Child  Welfare  Sessions. 

DAY  NURSERIES. 


There  is  one  County  Council  nursery  at  Kershaw  Street,  Shaw,  with 
accommodation  for  50  children.  There  is  also  one  nursery  attached  to  a 
cotton  mill,  providing  accommodation  for  70  children, 

H(ME  NURSING. 

The  District  Nursing  Service  is  provided  by  Health  Division  14. 
Nurses  covering  the  Crompton  area  are:- 

Mrs.  F.  Knight,  398,  Milnrow  Road,  Shaw,  (SILW  7730) 

Mrs.  N.  Flynn,  3,  Trent  Road,  Shaw,  (SHilW  7268) 

Mrs.  A.  Whittaker,  76,  Ney  Street,  Ashton-U-Lyne  (L.\DYSMITH  8623) 
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Mr.  C.S.  Croasdale,  55 » Pennine  View,  Royton  (Tel  No.  MAIN  6903)  is  the 
Male  nurse,  available  for  dealing  with  certain  cases. 

MENTiiL  liEALTII. 


The  Mental  Welfare  Officers  are  based  at  the  Divisional  Health  Office 
in  Chadderton,  but  are  available  to  give  any  help  needed  in  the  Crompton 
area.  Very  effective  liaison  exists  between  the  Local  Authority  Mental 
Welfare  Staff  and  the  Local  Hospital  Consultant  and  Psychiatric  Staff. 

HOME  HELP  SERVICE. 

This  is  administered  by  the  Divisional  Health  Committee.  There  is  a 
Home  Help  Organiser,  Miss  M.  Pielden,  whose  duties  are  to  co-ordinate  the 
supply  and  demand  of  Home  Helps  throughout  the  Division.  The  major  part 
of  this  service  is  devoted  to  the  care  of  the  aged  and  infirm  in  their 
own  homes. 

WELFi\RE  SERVICE. 

Residentail  accommodation  for  elderly  persons  in  need  of  care  and 
attention,  which  they  would  not  otherwise  receive,  is  provided  by  the 
County  Council  in  seven  homes  for  the  elderly  in  Division  I4.  One  of 
these  homes,  Laburnum  House,  is  situated  in  Crompton.  Other  statutory 
services,  including  Home  Nurse,  Home  Help,  Health  Visitor  and  Laundry 
Services,  co-operate  to  support  the  elderly  and  handicapped  in  their  own 
home  and  voluntary  bodies  provide  Meals  on  Wheels,  Chiropody,  Home 
Visiting  etc. 

Enquiries  on  any  aspect  of  Mental  Health,  Welfare  and  the  Home  Help 
Service  should  be  directed  to  the  Divisional  Health  Office,  "Tylon", 
Middleton  Road,  Chadderton.  (Tel.  No.  IL\IN  6251/2). 

i\MBTJL/iNCE  SERVICE. 


Two  ambulances  and  two  dual-purpose  vehicles  are  based  on  the 
Ambulance  Station  at  Moor  Street.  This  station  is  manned  on  a 24  hour 
basis.  The  Ambulance  Service  is  under  radio-control  from  a Control 
Centre  at  Whitefield  (Tel.  No.  WHI.  6666). 

CHILDRENS  x\CT,  1948* 

The  work  in  connection  with  certain  classes  of  children  who,  for 
one  reason  or  another,  are  deprived  of  noniial  parental  care  is  carried 
out  by  the  Childrens  Department  of  the  Lancashire  County  Council  at 
Jowett’s  Walk,  Ashton.  (Tel.  No.  ASHTON  5035)* 

HOSPIT/iL  i\ND  CLn^IC  FACILITIES. 


Oldham  Royal  Infirmary  and  Oldham  & District  General  Hospital 
provide  general  hospital  services  for  residents  of  the  district.  Cases 
of  Infectious  Disease  are  noarmally  admitted  to  Westhulme  Hospital,  Oldham. 
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Certain  categories  of  patients  are  admitted  direct  to  other  specialist 
units  in  the  Manchester  area. 

The  treatment  centres  for  venereal  diseases  are:- 


Oldham  & District  General,  Hospital. MillN  0420 

The  District  Infirmary,  Ashton ASHTdl  l6ll 

The  Sparthfield  Clinic,  Manchester  Road,  Rochdale ROCHD/iLE  48335 


The  Tuberculosis  Chest  Clinic  at  Oldham  & District  General  Hospital 
provides  facilities  for  examination  and  follow  up  of  patients  referred 
by  General  Practitioners. 

Laboratory  facilities  are  available  at  the  Public  Health  Laboratory, 
Withington  Hospital,  West  Didsbury,  Manchester  20. 
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mnJAL  REPORT 


of  the 

SENIOR  PUBLIC  HEALTH  INSPECTOR 

for  the  Year  1967 

TO  THE  CHi'LlRjyL'iN  /iND  MEMBERS  OP  THE  CROMPTON  URB/iN  DISTRICT  COUNCIL 


Mr.  Chaiman,  Gentlemen, 

I have  the  honom?  to  submit  to  you  the  Annual  Report  on  the  sanitary 
circumstances  of  the  district  and  the  work  of  the  Public  Health  Department 
for  1967. 

The  routine  tasks  of  the  Department  were  maintained  throughout  the  year 
and  progress  was  made  also  in  other  spheres.  Late  in  the  previous  year,  a 
recommendation  to  increase  the  establishment  of  the  Department  by  the 
appointment  of  a Junior  Clerk  was  approved  and  on  the  2nd  January,  Miss  A.M. 
Nicholas  took  up  her  duties.  This  has  allowed  the  inspectors  to  devote  more 
time  to  the  Technical  work  and,  except  on  rare  occasions,  a member  of  staff 
has  been  available  the  whole  time  to  deal  with  enquiries. 

The  C^den  Terrace/Refuge  Street  Clearance  Crder,  the  Hunger  Hill  Smoke 
Control  Crder,  the  Regulation  of  Slaughtering  hours,  matters  which  had  been 
submitted  to  the  Ministries  concerned  by  the  end  of  1966,  all  received 
confirmation  in  due  course. 

Cnee  more,  much  time  and  thought  had  to  be  given  to  the  subject  of 
refuse  disposal.  As  the  year  proceeded,  it  became  obvious  that  serious 
consideration  would  have  to  be  given  to  providing  ourselves  with  at  least 
a short-term  tipping  site.  The  Cldham  County  Borough  were  faced  with  very 
serious  difficulties  themselves  and  could  not  allow  the  previously  agreed 
arrangement  to  take  effect.  The  possibilities  of  taking  part  in  a joint 
scheme  with  three  nearby  iu?ban  districts  was  given  consideration  but  the 
idea  as  a whole  did  not  go  beyond  the  preliminary  stages. 

The  Report  of  the  Working  Party  on  Refuse  Storage  and  Collection  was 
published  during  196?  QJ^d  so  far  as  Cleansing  Services  are  concerned,  this 
proved  to  be  the  most  interesting  document  published  for  many  years.  It  was 
particularly  well  received  at  all  levels  and  should  serve  as  a reliable 
guide  and  useful  source  of  reference  for  a long  time  to  come.  Local 
authorities  were  encouraged  to  look  closely  at  their  servic*e  in  the  light 
of  the  recommendations  contained  in  the  report.  It  was  pleasing  to  find 
that  Crompton’s  service  measured  up  reasonably  well.  Certain  minor 
improvements  were  put  into  operation  but  the  standard  of  the  service  still 
needs  to  be  looked  at  from  time  to  time  to  keep  abreast  of  new  developments 
and  to  improve  its  operation  wherever  possible. 
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I must  take  this  opportunity  to  offer  my  thanks  to  the  Chairman  and 
Members  of  the  Health  Committee  for  their  support  and  encouragement 
throughout  the  year.  I also  express  my  appreciation  of  the  assistance 
and  co-operation  which  I have  received  from  the  Medical  Officer  of  Health, 
the  Clerk,  the  Surveyor,  the  Treasurer  and  their  staffs.  At  the  time  of 
writing,  Mr.  G.R.  Hinton  has  just  retired  from  the  post  of  Clerk  of  the 
Council  after  forty  years  service  with  the  authority  and  I feel  it  is 
appropriate  at  this  time,  rather  than  in  twelve  months  hence,  to  record 
my  special  thanks  for  all  the  invaluable  assistance  he  has  given  to  me. 

I would  also  like  to  couple  with  this,  my  thanks  to  Mr.  J.E.  Gledhill 
who  left  the  authority  in  196?  after  twenty-one  years  as  Engineer  and 
Surveyor.  To  both  these  gentlemen,  I owe  a considerable  debt  and  I shall 
always  be  grateful  to  them.  Lastly,  but  by  no  means  least,  to  my 
colleagues  in  the  Public  Health  Department,  for  their  effort  and  support 
at  all  times,  I say  a very  sincere  thank  you. 


I am.  Gentlemen, 

Yours  sincerely, 

A.  RENSHAW 

Senior  Public  Health  Inspector 


Public  Health  Department, 
Town  Hall, 

SHAW. 

July,  1968 
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ENVIR  aMENTylL  HEALTH 


(a)  SAI^TITARY  circumstances  of  the  iiREA. 
1)  WATER  SUPPLY. 


Public  Supply.  Oldhan  Corporation  V/aterworks  Department  is  the 
responsible  authority  for  the  provision  of  the  water  supply  for  the  great 
majority  of  the  premises  in  the  district.  The  supplies  generally  were 
satisfactory  both  in  quality  and  quantity  though  the  problem  of  discoloured 
water  again  gave  rise  for  concern.  The  Water  authority  carried  out  a large 
de-scaling  programme  in  the  early  part  of  the  year  and  this  appeared  to 
improve  matters  in  certain  parts  of  the  district  but  the  authority  still 
had  its  troubles  at  the  source  of  supply.  It  was  most  difficult  at  times 
to  reassure  complainants  that,  though  the  water  appeared  very  objectionable, 
it  was  in  fact  bacteriologically  satisfactory. 

Regular  bacteriological  and  chemical  examination  of  the  raw  water  and 
the  water  going  into  supply  is  carried  out  by  the  V/ater  undertakers.  Three 
samples  of  discoloured  water  were  submitted  for  bacteriological  examination 
by  the  Public  Health  Department  and  all  were  satisfactory. 

Private  Supply.  Sixty-one  houses  and  farms  depend  on  private  supplies 
from  wells  and  springs,  these  properties  being  mainly  in  the  outlying  parts 
of  the  district  where  extensions  to  the  Public  Mains  is  impracticable  and 
uneconomic.  Twenty-three  samples  of  water  from  private  supplies  were 
submitted  for  bacteriological  examination  and  eighteen  were  reported  as 
satisfactory.  The  five  unsatisfactory  samples  were  from  two  sources  and  in 
each  case,  the  quality  of  the  water  was  improved  after  the  cleaning  of 
storage  cisterns.  Whilst  this  work  was  pending  and  also  during  its  progress, 
the  consumers  were  advised  to  boil  the  water  before  drinking. 

2)  SEVyERAGE  MW  SEWAGE  DISPOSAL. 


Apart  from  outlying  parts  where  it  is  impracticable  to  lay  main  sewers, 
the  whole  of  the  district  is  satisfactorily  sewered.  Sewage  is  treated  at 
the  New  Hey  and  Low  Crompton  Works. 

The  New  Hey  Works  is  capable  of  taking  the  whole  of  the  sewage  from 
the  parts  of  the  district  which  it  serves.  V/ith  regard  to  the  plan  to 
link  the  Low  Crompton  Works  with  the  Royton  Urban  District  Coiincil's 
Sewage  Works,  none  of  the  preliminary  constmictional  work  wa,s  undertaken 
during  the  year  but  in  connection  with  the  scheme,  close  contact  was 
maintained  between  the  two  authorities. 

All  the  new  development  in  the  district  during  19^7  was  connected  to 
the  Council's  sewerage  system. 

The  weekly  collection  of  nightsoil  was  maintained  during  the  year 
the  work  being  carried  out  by  use  of  the  Council's  gully  emptying  machine. 
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3)  RIVERS  iiND  STRE;iriS. 


The  Mersey  and  Weaver  River  Authority  is  the  controlling  authority 
for  the  rivers  and  streams  in  the  district. 

During  the  previous  year  the  Council  was  advised  tha.t  the  River 
Authority  intended  to  carry  out  works  of  clearing  and  improvement  on  the 
line  of  the  Rivor  Beal  to  overcome  problems  of  floodirig  at  two  points  in 
the  district.  No  works  were  undertaken  in  , but  detailed  plans  v;ere 
in  course  of  preparation. 

4)  PUBLIC  CLEjU^^SING. 

(a)  Refuse  Collection.  The  regular  seven-day  collection  of  refuse 
was  maintained  throughout  the  year.  Labour  and  transport  difficulties 
were  kept  down  to  a minimum  and  in  the  latter  respect,  benefit  was 
derived  from  the  transfer  of  maintenance  duties  on  the  Department’s 
vehicles  to  the  Council’s  own  mechanic.  Following  a breakdown,  quicker 
attention  was  given  than  had  often  been  possible  with  the  previous 
arrangements  and  the  time  that  vehicles  spent  "off  the  road"  was 
substantially  reduced.  A new  vehicle  was  put  into  service  on  the  1st 
April,  and  the  old  side-loader  vehicle  which  ha.d  become  obsolete  and 
uneconomic  to  run  was  scrapped. 

The  special  weekly  collection  of  excess  refuse  and  bulky  articles 
was  continued  and  many  m.ore  people  took  advantage  of  it.  This  is  an 
essential  part  of  the  service  and  is  becoming  more  important,  particularly 
with  the  arrival  of  the  Civic  /mienities  Act. 

Credit  must  be  given  to  the  men  who  oarry  out  this  often  unamendable 
task  of  refuse  collection.  It  cannot  be  claimed  that  the  service  is 
perfect,  but  most  residents  appear  to  be  appreciative  of  the  standards 
achieved. 

(b)  Refuse  Disposal.  As  in  the  previous  two  years,  considerable 
thought  had  to  be  given  to  the  problems  of  refuse  disposal  in  the  future. 

In  March,  the  Oldham  County  Borough  informed  the  Committee  that  the 
expected  approvals  to  allow  the  extension  of  their  tipping  areas  had  not 
been  received  and  until  this  wa,s  forthcoming  the  arrangements  previously 
made,  whereby  the  refuse  from  Crompton  was  to  be  disposed  of  in  Oldham 
could  not  take  effect. 

In  June,  an  invitation  was  received  to  join  in  discussions  with  the 
Urban  Districts  of  Chadderton,  Failsworth  and  Roy ton  with  a view  to 
investigating  the  possibilities  of  setting  up  a joint  disposal  scheme  to 
cover  the  four  districts.  It  was  still  believed  that  the  arrangement  with 
Oldham  would  provide  the  best  solution  for  our  district  and  representatives 
of  the  Committee  attended  the  discussions  as  observers.  The  outcome  was 
that  the  idea  did  not  meet  with  the  approval  of  two  of  the  other  authorities 
concerned  and  it  was  not  proceeded  with. 
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Later  on  in  the  year,  Oldham  becane  aware  that  there  was  to  be  a public 
inquiry  into  their  planning  application,  at  that  tine  on  a date  unspecified, 
and,  therefore,  there  had  to  be  a further  postponement  of  the  date  from 
which  any  agreement  could  operate.  This  made  Crompton’s  position  more  acute. 
Consideration  had  to  be  given  to  finding  a short-term  tipping  site  to  be 
used  when  the  tipping  space  at  Thornham  Road  became  exhausted  and  it  was 
eventually  decided  to  re-open  the  Twingates  Tip  as  an  interim  measure.  The 
serious  position  in  which  the  authority  found  itself  was  brought  to  the 
notice  of  the  Minister  of  Housing  and  Local  Government  and  the  assistance 
of  the  Member  of  Parliament  for  the  Division  was  sought  in  expediting  the 
date  of  the  Public  Inquiry.  This  inquiry  was  finally  held  on  the  2nd 
January,  I968, 

In  the  meantime,  tipping  continued  at  Thornham  Road  and  by  revising 
some  of  the  tipping  levels  it  was  possible  to  obtain  further  life  from  the 
tip. 


During  the  latter  part  of  the  year,  a request  was  received  from  the 
Milnrow  U.D.C,  to  terminate  the  arrangement  whereby  the  mechanical  plant 
from  that  authority  has  been  used  for  the  control  of  Crompton’s  tip.  The 
work  was  taken  over  by  the  mechanical  shovel  belonging  to  our  own 
Engineer  and  Surveyor’s  Department  and  this  proved  to  be  a satisfactory 
alternative. 

In  November,  large  quantities  of  soil  and  other  suita-ble  material 
became  available  from  the  completion  of  the  demolition  of  the  Smallbrook 
Mill.  Some  of  the  material  was  used  as  cover  for  the  tip  thus  providing 
more  effective  control  than  had  been  possible  for  some  time  and  the 
remainder  was  stock-piled  for  use  as  final  cover  when  the  area  is  finally 
completed, 

(c)  Salvage,  The  amount  of  salvage  collected  and  baled  remained  at 
the  comparatively  low  level  of  previous  years.  Consideration  was  given  as 
to  whether  the  output  could  be  substantially  increased  without  detriment 

to  the  collection  of  refuse  but  a fall  in  the  price  offered  for  baled  paper 
and  the  difficulties  which  some  colleagues  were  experiencing  in  disposal, 
helped  to  confirm  previous  opinions  that  the  changes  which  would  be 
necessary  were  economically  unjustifiable. 

(d)  Refuse  Storage,  Under  the  Council's  dustbin  replacement  scheme, 
197  bins  were  supplied.  In  addition,  93  bins  were  sold  for  use  at  new 
properties  or  as  second  dustbins  at  existing  properties.  Following  the 
successful  trials  in  the  previous  year,  the  Committee  agreed  to  purchase 
fifty  plastic  bins  of  54  cu.  ft.  capacity  and  8 lbs.  in  weight.  These  were 
placed  at  properties  where  there  were  no  hot  ashes  for  disposal  and  where 
storage  problems  existed  using  the  normal  2^  cu,  ft,  capacity  bin.  The 
bins  proved  very  popular  both  with  householders  and  the  collectors  and  in 
the  second  half  of  the  year,  a further  fifty  were  purchased. 

The  new  Council  estate  at  Beal  Hey  was  designed  to  operate  on  the 
Paper  sack  system  of  refuse  storage  and  collection.  As  the  dwellings 


became  occupied,  the  system  was  put  into  operation  but  by  the  end  of  the  year, 
the  numbers  and  the  period  involved  were  insufficient  to  allow  any  conclusions 
to  be  drawn. 

5)  OFFENSIVE  TRADES. 

There  were  no  offensive  trades  carried  on  or  registered  in  the  district, 

6)  RAG  FLOCK  PREMISES. 


There  were  no  licensed  manufacturers  in  the  district  but  there  was  one 
registered  upholsterer. 

7)  SAITITARY  ACCOMMODATICN. 

One  of  the  few  remaining  waste  water  closets  in  the  district  was 
converted  during  the  year  and  another  four  were  dispensed  with,  with  the  re- 
housing of  the  tenants  in  part  of  the  Ogden  Terrace/Refuge  Street  Clearance 
Area. 


The  number  of  pail  closets  was  reduced  by  two  to  thirty-four.  This 
total  should  continue  to  fall  gradually  each  year  as  more  houses  are  improved 
by  the  provision  of  small  sewage  schemes  and  other  unfit  houses  are  demolished 
or  closed, 

8)  ATMOSHiERIC  POLLUTICN. 

(a)  Industrial.  Smoke  emissions  from  industrial  undertakings  in  the 
district  gave  very  little  cause  for  concern.  In  many  cases,  emissions  were 
practically  non-existant  whilst  the  remainder  kept  pretty  well  within  the 
limits  set  by  the  Clean  Air  Act  and  the  associated  Regulations, 

(b)  Domestic,  Confirmation  of  the  No.  4 Hill)  Smoke  Control 

Order,  made  by  the  Council  in  December,  1966,  was  received  from  the  Ministry 

of  Housing  and  Local  Government  in  June.  There  was  only  one  minor  modification 
- the  changing  of  the  date  of  operation  from  1st  May  to  1st  July,  1968, 

Though  it  is  co- incidental  to  the  primary  object,  in  lots  of  cases  the  change 
over  to  smoke  control  conditions  results  in  much  improved  standards  of  heating 
and  presumably  in  preparation  for  the  coming  winter,  many  residents  in  the 
area  covered  by  the  No.  4 Order  took  the  opportunity  of  carrying  out 
adaptations  to  firegrates  at  an  early  stage. 

In  November,  the  Committee  gave  consideration  to  which  section  of  the 
district  should  form  Smoke  Control  Area  No.  and  it  was  decided  to  proceed 
with  the  survey  of  an  area  of  1089.7  acres  centred  on  Buckstones  Road  to 
include  the  site  of  the  proposed  Oldham  Overspill  Development. 

9)  RODENT  CONTROL. 


The  details  regarding  the  treatment  for  infestations  of  rats  and  mice 
are  given  in  Table  15 . 
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Two  sewer  treatnents  were  carried  out  using  fluoracetamide. 

The  instances  of  Warfarin  Resistance  in  mice  which  were  first  apparent 
in  the  district  in  the  last  quarter  of  I966,  became  more  widespread  in  the 
early  part  of  1967.  This  trend  continued  throughout  the  year  and  it  was 
significant  that  the  number  of  complaints  of  mice  increased  over  the 
figures  for  previous  years.  Many  complainants  had  tried  treatments 
themselves  using  Warfarin  obtained  through  retail  channels,  but  finally 
they  were  compelled  to  seek  the  assistance  of  the  Department  in  controlling 
even  very  minor  infestations. 

10)  DISINFESTATIONS. 

In  1967 > three  council  houses  and  nineteen  private  houses  were  treated 
by  the  Department's  foreman  for  insect  infestations.  As  in  previous  years, 
the  main  trouble  was  due  to  cockroaches  though  one  or  two  instances  of 
other  insects  were  reported. 

11)  DISINFECTION. 

Advice  on  current  disinfection  was  given  on  visiting  cases  of  notified 
infectious  diseases  and  free  disinfectant  was  issued  as  required, 

12)  SWIMMING  BATHS. 

The  capacity  of  the  plunge  at  the  Public  Baths  in  Farrow  Street  is 
60,000  gallons,  supplied  from  the  main  supply  of  Oldham  Corporation.  During 
the  greater  part  of  the  year,  the  Baths  Manager  had  to  work  under  difficulties 
in  maintaining  the  operation  of  the  continuous  filtration  plant  due  to  its 
age  and  condition  and  by  the  end  of  the  year,  the  turnover  period  had 
increased  from  the  normal  4 hours  to  10  hours. 

Twenty- two  samples  of  the  water  were  taken  by  the  Public  Health 
Department  for  submission  for  bacteriological  examination.  Twenty  samples 
were  satisfactory  but  two  were  reported  to  be  unsatisfactory,  these  having 
been  taken  when  the  plant  was  temporarily  stopped  due  to  breakdown  but 
whilst  bathing  was  still  in  progress. 

13)  FACTORIES. 

The  number  of  factories  on  the  register  at  the  end  of  the  year  totalled 
94  and  the  number  of  inspections  undertaken  during  the  year  was  64.  Informal 
action  was  taken  to  remedy  defects  to  sanitary  conveniences  at  tliree 
factories. 

Tables  12  and  15  give  details  of  the  type  of  factories  and  the  work 
done  during  1967. 

14)  OFFICES,  SHOPS  i\ND  RAILW/AT  PREMISES. 

The  total  number  of  premises  on  the  Offices,  Shops  and  Railway  Premises 


Act  register  at  the  end  of  the  year  was  80,  Of  these,  69  received  a general 
inspection  and  71  visits  were  made  \mder  the  Act.  Contraventions  were  noted 
at  nine  premises  and  informal  action  was  taken. 

Two  accidents  were  reported  during  the  year  both  of  which  were  in  respect 
of  hand  injuries  sustained  whilst  operating  food  slicing  machines.  One 
accident  was  caused  throtigh  lack  of  care  and  concentration  by  the  shop 
assistant  concerned  but,  in  the  other  instance,  there  had  been  a lack  of 
adequate  staff  training  in  the  use  of  the  machine  and  a warning  letter  was 
sent  to  the  firm. 

15)  NOISE  ABATEiyPilTT. 

Pour  complaints  of  noise  nuisances  were  investigated  during  the  year  and 
in  two  cases  nuisances  were  confirmed.  Both  of  the  confirmed  cases  were  in 
respect  of  nuisances  from  barking  dogs  and  the  complainants  were  advised  to 
take  private  action  under  the  provisions  of  the  Lancashire  County  Council 
Bye-laws. 

16)  AI^TIMilL  BOi'mDPlG  ESTi'iBLISHIiENTS. 

The  two  premises  in  the  district  licenced  under  the  Animal  Boarding 
Establishments  Act  were  both  operated  satisfactorily  during  the  year. 

17)  COMPLAINTS.  DEFECTS  iiNB  NUISANCES. 

569  official  complaints  were  made  to  the  Department  during  1967*  All 
were  investigated  and  action  was  taken  where  appropriate.  443  defects  and 
nuisances  were  discovered  and  584  were  remedied. 

During  the  year,  61  private  drains  were  cleared  by  the  Department’s 
foreman  free  of  charge.  This  is  not  a statutory  duty  but  it  is  a service 
which  is  well  worthwhile.  It  is  becoming  increasingly  difficult  to  find 
private  contractors  willing  to  give  speedy  attention  to  such  work  and  by 
the  operation  of  this  service,  the  Department  is  often  able  to  give 
practical  assistance  in  the  abatement  of  what  might  otherwise  become  a 
serious  nuisance. 

18)  LEGAL  PROCEEDINGS. 

Legal  proceedings  were  taken  against  the  owner  of  a house  in  the 
district  who  had  failed  to  remedy  defects  and  thus  comply  with  the  terras  of 
a Statutory  Notice  served  upon  him  under  the  provisions  of  the  Public  Health 
Act,  1936.  The  magistrates  granted  a Nuisance  Order  and  the  work  was 
eventually  carried  out. 
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b)  housing. 


1)  INSPECTiaiS  AND  REPAIRS. 

518  houses  were  inspected  for  defects  in  196? » entailing  a total  of 
914  inspections.  Action  under  the  Public  Health  or  Housing  Acts  was  taken 
in  respect  of  49  houses  either  to  remedy  defects  or  to  render  the  houses 
fit  for  human  habitation. 

2)  CLE/J^JITCE  OF  UNFIT  HOUSES. 

Pour  houses  were  represented  as  unfit  for  human  habitation  and  not 
capable  of  being  rendered  fit  at  reasonable  expense,  /in  undertaking  to 
close  was  accepted  in  respect  of  one  house  where  the  ground  floors  had 
become  dangerous  and  where  action  under  the  Housing  Acts  was  planned  for 
this  and  adjoining  properties  in  I968.  Thirteen  houses  were  demolished 
during  the  year  and  five  houses  were  closed.  The  Council  re-housed  40 
persons  from  15  families  from  houses  which  had  been  declared  ■unfit. 

The  Refuge  Street  and  Ogden  Terrace  No.  1 Clearance  Order,  submitted 
to  the  Ministry  in  the  previous  year  was  confirmed  in  February. 

Two  Clearance/Compulsory  Purchase  Orders  were  made  by  the  Ccuncil 
during  the  year  and  both  received  the  confirmation  of  the  Minister  of 
Housing  and  Local  Government.  The  North  Ward  - Snallbrook  No.  1 Order 
was  comprised  of  I4  houses  and  the  North  Ward  - Woodend  No.  2 Order, 
contained  11  houses.  The  Council  re-housed  52  persons  from  12  families 
from  houses  in  confirmed  Clearance  /ireas. 

3)  //PPLICATIdTS  FOR  COUNCIL  HOUSES. 

The  num.ber  of  applicants  on  the  Co-uncil's  Housing  list  at  the  end 
of  the  year  showed  a slight  decrease  on  the  figure  at  the  end  of  I966,  301 
as  against  315«  Of  the  501  applicants,  129  were  for  one  bedroom,  II3  for 
two  bedroom,  58  -for  three  bedroom  and  1 for  four  bedroom  accommodation. 

4)  ERECTIdT  OF  NEW  HdJSES. 

Nine  houses  and  twenty  flats  were  com.pleted  by  the  Council  in  196? 
bringing  the  total  of  post-war  Council  dwellin^js  erected  to  557*  Work 
continued  on  the  scheme  com.prising  72  dwellings  at  Beal  Hey  and  on  the  small 
scheme  at  Princess  Road. 

Private  development  of  the  district  continued  and  d'uring  the  year  126 
new  dwellings  were  erected,  bringing  the  total  of  privately  built  post-war 
dwellings  to  1,849» 

5)  IMPROVEMEI^T  GR/dTTS. 

The  Engineer  and  Surveyor  kindly  provided  the  inf orm.ation  given  under 
this  heading. 
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The  Council  received  85  applications  for  standard  grants  under  the 
House  Purchase  and  Housing  Act,  1959 » and  the  Housing  Acts,  I96I  and  1964^ 
All  the  applications  were  for  inprovenent  to  the  full  standard  and  all 
were  approved  by  the  Council,  Work  was  completed  in  79  cases.  Five 
applications  were  received  for  discretionary  grants  under  the  Housing  iict, 
1949  and  the  Housing  (Financial  Provisions)  Act,  1958.  All  the 
applications  were  approved  by  the  Council  and  work  was  completed  in  five 
cases. 
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(c)  PTSPECTIQtT  ASD  SUPERVISICN  OF  FOCD. 


1)  FOOD  HYGIME. 

Regular  inspections  of  all  types  of  food  premises  in  the  district  were 
continued  during  the  year.  Generally,  standards  remained  high  but  again 
one  was  left  with  the  feeling  that  without  these  routine  inspections,  much 
of  the  work  done  in  this  field  in  the  past  would  be  wasted  and  standards 
might  begin  to  lapse. 

2)  INSPECTIdT  CF  MEAT  /JTP  OTHER  FOODS. 

a)  Meat  Inspection.  Two  private  slaughterhouses  in  the  district  were 
licenced  but  only  one  operated  during  the  year. 

The  licence  for  the  slaughterhouse  at  Lyon  Street  was  not  renewed  at 
the  beginning  of  the  year  because  the  premises  did  not  comply  with  the 
requirements  of  the  Hygiene  and  the  Prevention  of  Cruelty  Regulations. 

None  of  the  works  necessary  to  meet  those  requirements  had  been  carried 
out  by  the  31st  December.  Thus,  the  premises  remained  unlicenced  for  12 
months  and  if  they  are  desired  to  be  used  for  slaughtering  purposes  at  any 
time  in  the  future,  it  will  be  necessary  for  application  to  be  made  to  the 
Ministry  of  Agriculture,  Fisheries  and  Food  for  a new  licence. 

At  the  end  of  the  previous  year,  the  Council’s  proposals  under  the 
provisions  of  the  Meat  Inspection  (Amendment)  Regulations,  with  regard  to 
the  fixing  of  days  and  hours  during  which  slaughtering  could  be  carried  out 
at  slaughterhouses  in  the  district,  had  been  referred  to  the  Ministry.  In 
June,  notification  was  received  that  the  Minister  did  not  propose  to  direct 
the  Council  to  make  any  variation  of  those  days  and  times  and  weekend 
slaughtering  in  the  district  came  to  an  end. 

In  the  early  stages,  a number  of  minor  difficulties  arose,  mainly  on 
the  butcher’s  side,  but  within  a short  time,  with  mutual  understanding  and 
agreement,  these  were  overcome. 

b)  Inspection  of  Other  Foods.  The  amount  of  other  foods  condemned 
during  the  year  was  40  lbs. , a negligable  quantity. 

3)  MILK  SUPPLY. 

All  the  milk  sold  in  the  district  is  designated  and  the  main 
supervisory  responsibility  for  the  supply  rests  between  the  Ministry  of 
Agriculture,  Fisheries  and  Food  and  the  Lancashire  County  Health  Authority. 

Eighty-nine  samples  of  milk  were  taken  by  the  Public  Health  Department 
during  the  year,  all  submitted  for  examination  for  possible  Brucellosis 
infection. 

Many  of  these  samples  were  individual  samples  from  cows  in  four  herds 
in  the  district  taken  as  a result  of  suspect  bulk  samples  of  milk.  The 
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aninals  found  to  be  giving  infected  milk  were  isolated  and  the  Pxilk  either 
discaxded  or  submitted  for  heat  treatment  pending  the  sale  of  the  animals 
for  slaughter. 

4)  ICE-CREAM. 

There  was  only  one  premises  registered  for  manufacture  and  this  was 
for  soft  ice-cream.  Regular  inspections  were  made  of  the  premises  registered 
for  the  sale  of  ice-cream  and  also  of  vehicles  operating  in  the  district. 
Three  samples  of  ice-cream  were  taken  and  submitted  for  bacteriological 
examination.  Two  samples  were  placed  in  Grade  I but  no  result  could  be 
obtained  in  respect  of  the  third  sample  due  to  a mechanical  breakdown  at 
the  laboratory  during  the  course  of  examination, 

5)  FOOD  & DRUGS  SiiMPLBTG. 

Crompton  is  not  a Pood  and  Drugs  Authority  so  that  the  responsibility 
for  sampling  for  analysis  is  that  of  the  Lancashire  County  Council.  The 
County  Medical  Officer  has  kindly  supplied  the  details  given  in  Table  21. 
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TilBLE  1 


«OMP/iRATIVE  Ti\BLE  OF  VITAL  STATISTICS 


1967 

1966 

1965 

1962 

1957 

Population 

15,140 

14,800 

14,440 

13,130 

12,560 

Live  Births 

No. 

323 

373 

315 

241 

172 

AdJ,  Rate 

24.3 

28.7 

24.9 

19.1 

14.2 

Stillbirths 

No. 

1 

3 

7 

4 

3 

Rate 

3.0 

8.0 

21.7 

16.5 

17.0 

Total 

(Live  and  Stillbirths) 

No. 

324 

576 

522 

245 

175 

Illegitimate  Births  ^ 

No. 

19 

14 

14 

10 

5 

of  Live  Births 

Rate 

5.9 

3.8 

4.4 

4.1 

2.9 

Total  Infant  Deaths 

No. 

5 

7 

6 

3 

2 

Rate 

15.0 

18.8 

19.0 

12.4 

11.6 

Neonatal  Deaths 

No. 

3 

5 

4 

Nil 

2 

Rate 

9.0 

13.4 

12.7 

Nil 

12.0 

Maternal  Deaths 

No. 

Nil 

Nil 

Nil 

Nil 

Nil 

Rate 

Nil 

Nil 

Nil 

Nil 

Nil 

Total  Deaths 

No. 

196 

196 

206 

183 

166 

Adj.  Rate 

13.9 

14.4 

16.0 

15.0 

14.3 
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T/J3LE  2 


CAUSES  OP  DEATH 


Causes 

1 

; M 

1 

P 

1967 

Total 

1966- 

Total 

1 1969- 

Total 

■±9^2 

Total 

1957 

Total 

Tuberculosis  - respiratory 

1 

Tuberculosis  - other 

; 

- 

- 

- 

- 

- 

- 

Syphilitic  Disease 

i 

- 

- 

- 

- 

1 

- 

Diphtheria 

- 

- 

- 

- 

- 

- 

V/hooping  Cough 

- 

- 

- 

- 

- 

- 

Meningococcal  Infections 

- 

- 

- 

- 

- 

- 

- 

Acute  Poliomyelitis 

- 

- 

- 

- 

- 

- 

Measles 

1 

- 

1 

- 

- 

- 

Other  Infective  & Parasitic  Diseases 
Malignant  Neoplasms  - 

* 

1 

. 

•• 

•• 

Stomach 

5 

2 

5 

4 

5 

3 

6 

Lung  Sc  Bronchus 

3 

2 

5 

6 

5 

6 

5 

Breast 

- 

2 

2 

1 

3 

9 

2 

Uterus 

- 

1 

1 

1 

- 

2 

1 

Other  Sites 

9 

4 

13 

16 

18 

18 

9 

Leukaemia,  Aleukaemia 

- 

1 

1 

2 

1 

- 

- 

Diabetes 

2 

- 

2 

- 

- 

- 

- 

Vascular  Lesions  of  Nervous  System 

11 

20 

31 

29 

36' 

18 

31 

Coronary  Disea,se,  Angina 

26 

14 

40 

30 

41 

29 

29 

Hypertension  with  Heart  Disease 

4 

2 

6 

2 

3 

2 

2 

Other  Heart  Disease 

6 

20 

26 

20 

24 

27 

25 

Other  Circulatory  Disease 

1 

5 

6 

16 

16 

13 

7 

Influenza 

- 

- 

- 

1 

- 

3 

2 

Pneumonia 

5 

8 

13 

12 

8 

11 

8 

Bronchitis 

10 

6 

16 

33 

14 

9 

13 

Other  Diseases  of  Respiratory  System 

1 

- 

1 

3 

2 

3 

2 

Ulcer  of  Stomach  and  Duodenum 

- 

5 

3 

— 

1 

2 

- 

Gastritis,  Enteritis  & Diarrhoea 

- 

- 

1 

1 

- 

- 

Nephritis  and  Nephrosis 

- 

- 

- 

2 

2 

- 

Hyperplasia  of  Prostate 

2 

- 

2 

1 

- 

- 

2 

Pregnancy,  Childbirth,  Abortion 

- 

- 

- 

- 

- 

- 

- 

Congenital  Malformations 

2 

- 

2 

1 

1 

- 

- 

Other  Defined  and  Ill-defined  Diseases 

4 

8 

12 

14 

17 

20 

11 

Motor  Vehicle  Accidents 

1 

- 

1 

— 

1 

— 

1 

All  Other  Accidents 

4 

3 

7 

1 

3 

3 

10 

Suicide 

— 

- 

— 

2 

4 

1 

- 

Homicide  and  Operations  of  War 

— 

— 

— 

— 

— 

1 

— 

95 

101 

...  , . .1 

196 

196 

206 

183 

166 
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T/iBLE  3 


DEATHS  - BY  AGE  GROUPS 


Years 

1967 

1966 

Total 

1965 

Total 

1962 

Total 

1957 

Total 

M 

F 

Total 

Under  1 

5 

- 

5 

7 

6 

3 

2 

1-4 

- 

1 

1 

- 

1 

5-14 

- 

- 

- 

1 

1 

1 

1 

15  - 19 

1 

- 

1 

1 

- 

- 

1 

20-34 

2 

- 

2 

2 

1 

1 

2 

55  - 44 

3 

- 

5 

7 

5 

2 

5 

45  - 64 

22 

21 

43 

28 

47 

47 

41 

65  and  over 

62 

80 

142 

149 

145 

129 

115 

Total  . . . 

95 

101 

....  

196 

196 

206 

183 

L 

166 
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TABLE4 


IITFiilTT  MCRT/iLITY  - 196? 


Cause  of  Death 

Under 

1 Day 

1 to  6 
Days 

1 to  4 
Weeks 

1 to  3 

Months 

4 to  12 
Months 

Total 

Measles 

- 

- 

- 

- 

1 

1 

Pneumonia 

- 

1 

1 

- 

2 

Congenital  Malformation 

- 

1 

1 

- 

- 

2 

Tcbs^X  • • • « • • 

- 

1 

2 

1 

1 

5 

T/J3LE  3 

T'J3T^  OF  IITP/iNT  MORT/J.ITY 


— 

Cause  Of  Death 

1967 

1 

1966 

1965 

1962 

1957 

Congenital  Malformation 

2 

- 

1 

- 

- 

Measles 

1 

- 

- 

- 

- 

Other  Causes 

- 

- 

- 

1 

- 

Pneumonia 

2 

2 

2 

2 

- 

Prematurity 

- 

5 

2 

- 

I 

Vascular  Lesions  of  the 
Nervous  System 

— 

— 

1 

- 

2 

X0't3/1  • • • • • • 

5 

7 



6 

5 

2 

L 
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t/:ble  6 


PREVALENCE  OF  INFECTIOUS  DISKISES  - 196? 


NOTIPI/iBLE 

DISEASES 

T0T.\L 

NOTIFIED 

C.'lSES  in  age  groups 

Total 
Cases 
at  all 
/iges 

0 + 

1 + 

5 + 

5 + 

1 

10  + 

1 

15  + 

25  + 

45  + 

65 

and 

over 

Smallpox 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Scarlet  Fever 

21 

- 

4 

12 

5 

- 

1 

1 

- 

Diphtheria 

- 

- 

- 

- 

- 

- 

- 

-- 

- 

- 

Measles 

178 

12 

61 

52 

51 

1 

1 

- 

- 

- 

V/ho oping  Cough 

7 

- 

5 

2 

- 

- 

- 

- 

- 

- 

Pneumonia 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Puerperal  Pyrexia 

- 

- 

- 

' 

- 

- 

- 

- 

- 

- 

Acute  Poliomyelitis 

Paralytic 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Non-Paralytic 

— 

— 

— 

— 

— 

— 

— 

Dysentery 

1 

- 

1 

- 

- 

- 

- 

- 

- 

- 

Erysipelas 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Pood  Poisoning 

1 

- 

- 

- 

- 

- 

1 

- 

- 

- 

Meningococcal 

• 

Infection 

— 

— 

— 

— 

— 

— 

•• 

Paratyphoid  Fever 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

i\nthrax 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Cerebro  Spinal  Fever 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Tuberculosis 

Pulmonary 

4 

- 

- 

1 

- 

— 

2 

1 

•• 

N on-Pulm  onary 

1 

1 

TOTyUiS  ... 

215 

12 

67 

58 

64 

2 

4 

2 

- 
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T;'3LE  7 


INFECTIOUS  DISEASES  - YEARLY  TOTiiLS 


Notifiable 

Diseases 

1967 

1966 

1965 

1962 

1957 

Smallpox 

- 

- 

- 

- 

- 

Scarlet  Fever 

21 

12 

31 

3 

4 

Diphtheria 

- 

- 

- 

- 

- 

Measles 

178 

221 

109 

139 

321 

Whooping  Cough 

7 

- 

- 

2 

29 

Pneumonia 

- 

- 

- 

- 

4 

Puerperal  Pyrexia 

- 

- 

1 

1 

- 

Acute  Poliomyelitis 

Paralytic 

Non-Paralytic 

- 

- 

- 

- 

- 

Dysentery 

1 

52 

4 

26 

- 

Erysipelas 

- 

- 

- 

1 

3 

Pood  Poisoning 

1 

2 

1 

- 

- 

Meningococcal  Infection 

- 

- 

- 

- 

Paratyphoid  Fever 

- 

- 

- 

- 

- 

/jithrax 

- 

- 

- 

- 

Cerebro  Spinal  Fever 

- 

- 

- 

- 

- 

Tuberculosis 

Pulmonary 

4 

4 

1 

4 

9 

N on-Pulmonary 

1 

— 

2 

1 

2 

TOTiALS  

1 

215  1 

291 

149 

177 

372 
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Ti\BLE  8 


CASES  NOTIFIED  A^^)  DEATIiS  FROM  TUBERCULOSIS  DURING  196? 


1 

AGE 

NEIV 

CASES 

DEATHS 

Pulmonary 

M P 

Non- Pulmonary 
M F 

Pulmonary 

M P 

N on-Pulmonary 

M P 

Under  1 

1 A 

- 

. 

- 

1 - 4 

5 - 9 

“ “ 

1 

" 

- - 

10-14 

- 

- 

15  - 19 

- 

- 

20  - 24 

- - 

- 

25  - 34 

1 1 

- 

35  - 44 

1 

- - 

45  - 54 

- - 

- 

55  - 64 

1 

- - 

65  and  over 

- — 

“ 

- 

— 

TOr/iL  ... 

5 1 

1 

- 

1 

1 

\4/ 

\i/ 

\-/ 

V/ 
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TABLE  9 

EinnHOIMIT/xL  HE/iLTH  SERVICES 

SUTMxIRY  OF  VISITS  INSPECTIQtlS 
Dwellinghauses  inspected  for  defects  - 

Public  Health  Acts  474 

Housing  Acts  285 

Other  Housing  Act  Visits  - 

Housing  Survey  155 

Other  Public  Health  Act  Visits  - 

Drain  Inspections  and  tests  291 

Sewers  3 

Water  Courses  2 

Water  Supply  46 

Insect  Infestations  62 

Animal  nuisances  6 

Accumulations  22 

Offensive  Odours  I6 

Piggeries  • 11 

Dirty  Houses  4 

Miscellaneous  188 

Interviews  with  owners  and  contractors  219 

Infectious  diseases  and  food  poisonings  32 

IToise  Nuisances  18 

Places  of  Entertainment  4 

Pet  Shops  - 4 


Animal  Boarding  Establishments  - 3 

Factories  Acts  - 

Factories  with  mechanical  power  59 

Factories  without  mechanical  power  5 

Offices  and  Shops  Act  - 

Inspections  7I 

Shops  “ Health  provisions  38 


Carried  forward 


• • • 


2,018 


TABLE  9 Cont’d 


Broug'ht  forward  2,018 

Food  Premises  - 

General  grocers  95 

Greengrocers  69 

Fishmongers  25 

Butchers  and  cooked  meats  85 

Bakehouses  54 

Confectioners  shops  18 

Fried  fish  shops  35 

Sweet  shops  27 

Licensed  premises  16 

Restaurants,  cafes,  snack  bars  8 

Canteens  and  school  kitchens  7 

Mobile  shops  13 

Market  food  stalls  295 

Ice  cream  - sale  22 

Ice  cream  - vehicles  29 

Ice  cream  ~ manufacture  1 

Milk  distributors  23 

Slaughterhouses  165 

Sampling  - 15 


Atmospheric  Pollution  - 

Smoke  observations  9 

Visits  to  boiler  plant  6 

Houses  - Smoke  Control  395 

Smoke  nuisances  ■ 30 

Rodent  Control  - 

Dwellinghouses  2C5 

ether  premises  36 

Tips,  streams,  etc.  3 

Sewers  ^ 127 

Agricultural  2 

Refuse  Collection  and  Disposal  - 

Depot  127 

Tips  450 

General  6C1 

Market  - 101 


3.064 

Nuisances  or  defects  discovered  445 

Nuisances  or  defects  remedied  304 

Preliminary  notices  served  74 

Statutory  notices  served  4 


T/iBLE  10 


SUMT'LIRY  OF  IlUISiilTCES  illTD  DEFECTS  RETIEDIED 


Nature  of  Defects 


Roofs,  gutters,  downspouts,  etc. 

External  walls,  pointing,  etc, 

Windows  and  frames 
Doors  and  frames 
Internal  walls  and  ceilings 
Drains  cleansed  or  repaired 
Yard  paving  and  gates 
Closet  accommodation 
Accumulations 
Burst  v/ater  pipes, etc. 

ITo  name  in  Rent  book  - M.  O.H. 

No  name  in  Rent  book  - Landlord 

Defective  dustbins  (replacement  by  local  authority) 
Dustbins  supplied  at  new  properties  and  second 
dustbins  at  existing  properties 


29 

11 

5 

3 

14 

66 

3 

14 

3 

4 
2 
2 

197 

93 


Food  & Drugs  let  and  Food  Hygiene  Regulations 


Cleanliness  and  re-decoration  30 
Hot  water  5 
Notice  - 'Wash  Your  Hands’  1 
Provision  of  wash  hand  basins  3 
Sanitary  accommodation  2 
Lighting  1 
Towel,  soap,  brush  etc.  4 
Name  on  stall  or  vehicle  4 
First  Aid  Box  5 


t/:ble  11 


STATEMECT  AS  TO  HOUSES  IN  TIIE  DISTRICT  Ti-''EIR  S/JUT/J^Y  CONDITIOTT 

Houses  and  farms  6,060 
Houses  without  through  ventilation  38 
Houses  back-to-back  10 
Pail  closets  54 
Water  closets  6,545 
Waste  water  closets  5 
Ashbins  6,819 
Privies  (not  privy  middens)  5 
Septic  tanks  11 


TilBLE  12 

FACTORIES  ;jvTD  WCRKSiiOPS 

There  are  94  premises  which  come  under  this  designation 

Aircraft  components  1 

Bakers  9 

Boot,  shoe  and  clog  repairers  5 

Cotton  spinning  8 

Other  Textile  Manufacturers  2 

Cotton  v/aste  sorting  2 

Carbon  works  1 

Electric  lamp  works  2 

Joiners  and  builders  9 

Machinists  2 

Motor  repair  garages  4 

Printers  3 

Rope  and  twine  works  1 

Skip  and  packing  case  makers  • 2 

Stockinette  maker  1 

Ladies  and  gents  tailors  1 

Light  engineering  9 

Vehicle  builders  1 

Slaughterhouses  1 

Waste  paper  balers  1 

. Dodgem  cars  1 

Boat  builders  1 

. Others  27 


t;3le  13 

FACTORIES  ACT,  1961 


INSPECTIQMS  FCR  PURPOSES  OF  PROVISiaTS  AS  TO  HEALTH 

Pi'JlT  I 


Premises 

Number  on 
register 

Number  of 
inspections 

Number  of 

written 

notices 

Number  of 
Occupiers 
prosecuted 

Factories  without 
mechanical  power 

3 

5 

Factories  with 
mechanical  power 

80 

58 

5 

Other  premises  in  which 
Section  7 is  enforced 
by  local  authority 

11 

7 

Totals  

94 

70 

3 

- 

CASES  IN  MUCH  DEFECTS  WERE  FOUIID 


Referred 

Particulars 

Pound 

Remedied 

to  H.M. 
Inspector 

by  H.M. 
Inspector 

Prose- 

cutions 

Want  of  cleanliness 

- 

- 

- 

- 

- 

Overcrowding 

- 

- 

- 

- 

- 

Unreasonable  temperature 

- 

- 

- 

- 

- 

Inadequate  ventilation 

- 

- 

- 

- 

- 

Ineffective  drainage  of 
floors 

mm 

1 

Sanitary  conveniences:- 
Insuff icient 

Unsuitable  or  defective 

3 

3 

- 

1 

- 

Not  separate  for  sexes 

- 

- 

- 

- 

Other  offences 

- 

- 

- 

- 

- 

Totals  

3 

3 

- 

1 

OUT  WORK  - PilRT  II 

SECTigiS  133  iUID  134 


- N I L - 

-.  36  - 

- :)4  - 


Feb.  March  April  May  June  July  Aiigust  Sept.  Oct.  Nov.  Dec 


o 


Q- 

§ 


-I 

i 

j 

I 


J 

I 


I 

I 


\ 

J 
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T.\BLE  13 


RODMT  c amoL 


1.  Niunber  of  properties  in  district 

2.  a.  Total  number  of  properties 

inspected  following 
notification 

b.  Number  infested  by  (i)  Rats 

(ii)  Mice 

3.  a.  Total  number  of  properties 

inspected  for  reasons  other 
than  notification 

b.  Number  infested  by  (i)  Rats 

(ii)  Mice 


Type  of  Property 

Non- 

Agricultural 

Agricultural 

7082 

48 

154 

5 

69 

5 

65 

— 

107 

2 

2 

1 

6 

- 
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TiiBLE  16 


OFFICES,  SHOPS  & RAILWAY  PREMISES  ACT,  I963 


REGISTRATiai  /JTD  GEITERilL  BTSPECTIQtTS  -- 


1^"  ■■■■  " ' 

t 

Class  of  Premises 

— 

No.  of  premises 
r eg.  during  the 
year 

No.  of  reg. 
premises  at 
end  of  year 

No.  of  reg, 
premises  receiving 
a general  inspec- 
tion during  year 

Offices 

- 

13 

8 

Retail  Shops 

1 

51 

49 

Wholesale  shops, Warehouses 

- 

1 

1 

Catering  estaTilishments 

open  to  the  public, 

- 

15 

11 

canteens 

Fuel  storage  depots 

- 

- 

- 

Toms 

1 

80 

69 

. 

TABLE  17 


HOUSDTG  STATISTICS 

NiimbGr  of  new  dwellings  erected  diiring  the  year;-  155 

1,  By  the  local  authority  29 

2.  By  other  bodies  or  persons  126 

With  State  assistance  under  the  Housing  Acts 

1.  By  the  local  authority 

2,  By  other  bodies  or  persons 
Inspection  of  dvellinghouses  during  the  year 

1,  Total  number  of  dvellinghouses  inspected 

for  housing  defects  518 

Humber  of  inspections  made  for  the  purpose  9^4 

2,  Dvellinghouses  unfit  for  human  habitation 
and  not  capable  at  reasonable  expense  of 
being  rendered  fit 

Number  found  during  the  year  67 

Number  at  end  of  year  237 

5.  Number  of  dvellinghouses  found  during  the 
year  to  be  not  in  all  respects  reasonably 
fit  for  human  habitation  but  capable  of 

being  rendered  fit  49 

Clearance  areas: - 

1.  Number  of  dvellinghouses  demolished  during  year 

Unfit  houses  5 

Other  houses 

2,  Number  of  persons  displaced  32 
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TilBLE  17  Cont’d 


Houses  not  included  in  Clearance  /\xeas: 


1.  Houses  demolished  or  closed  during  yeax:- 

Housing  Act,  1957 

Demolished  as  a result  of  formal  or 
informal  procedure  (Section  17) 

Local  authority  owned  houses  certified 
unfit  by  Medical  Officer  of  Health 

Closed  as  a result  of  closing  orders 
under  Sections  l6  (4)  and  17  (l) 


Repairs  during  the  year: 


Number  of 

Houses 

Persons 

Displaced 

15 

24 

- 

- 

5 

16 

No.  of  houses 


Unfit  houses  rendered  fit  as  a result  of 
informal  action  by  the  local  authority 

under  Housing  or  Public  Health  xVcts  24 

Public  Health  Acts  - action*  eifter  service 
of  formal  notice  - houses  in  which  defects 
were  remedied: 

By  owners  7 

By  local  authority  in  default  of  owners 
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TABLE  I7  C ont ’ d 


mPROVETIEtT?  GR/J\^TS 

HOUSIMG  ACT,  1949,  liKD  HOUSING  (FIIT/ilTCI/Jj  PROVISIC'ITS)  ACT,  19^8 


Action  during  year:- 

a)  Submitted  by  private  individual  to 
local  authority 

b)  Approved  by  local  authority 

c)  Submitted  by  local  authority  to 
Ministry 

d)  Finally  approved  by  Ministry 

e)  Work  completed 

f)  Additional  separate  dwellings 
included  in  (e)  above 


No.  of  dwellinghousGs 
or  buildings  a^ffected 


5 

5 


5 


HOJSE  PURCHASE  /JE)  HOJSING  ACT,  1939  AITL  HOUSING  ACTS,  1961  AND  I964 


Action  during  yearj- 

a)  Application  submitted  to  local 

authority  for  improvement  to 
full  standard 

b)  Applications  approved  by  local 
authority  for  improvement  to 
reduced  standard 

c)  Total  applications  approved  by 

local  authority 

d)  V/ork  completed 


No,  of  dwellings  or 
other  buildings 
a,ffected 


85 


89 

79 
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TABLE  18 


POOD  PREMISES 


Type  of  Business  Nunber 


Bakers  and  confectioners  I5 
Pried  fish  shops  8 
Meat  shops  (Butchers,  tripe,  etc.)  I6 
Greengrocers  I5 
Grocers  and  provision  dealers  47 
Sweets  and  soft  drinks  20 
Public  houses,  restaurants,  canteens  and  snack  bars  39 


Total  ...  ...  160 


Number  of  Pood  Premises  registered  under  Section 
16  of  the  Pood  and  Drugs  Act,  1933 


Type  of  Business 

Number 

Registered 

Number  of 
Inspections 

Meat  products 

12 

58 

Confectioners  and  Bakehouses 

8 

54 

Ice  Cream  - Sale 

54 

22 

Ice  Cream  - Manufacture 

1 

1 

55  95 


Number  of  Hawker’s  Pood  Storage  Premises,  registered 


under  Section  I4  of 

the  Lancashire  County  Council 

(General  Powers) 

Act,  1951 

Number 

Number  of 

Registered 

Inspections 

Greengrocers 

4 

5 

Meat  salesmen 

2 

5 

Confectioners 

1 

1 

7 9 
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T/iBLE 


NTOIBER  OP  SLAUGHTERED  iUH)  IITSPECTED 


Ca,ttle 

exclud- 

ing 

Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Number  killed 

429 

55 

- 

1G3 

- 

Number  inspected 

429 

55 

- 

1G5 

- 

All  Diseases  except  Tuberculosis: 

Whole  carcases  condemned 

- 

- 

- 

- 

- 

Carcases  of  which  some  part 
;or  organ  was  condemned 

84 

19 

- 

- 

- 

Percentage  of  the  number 
inspected  affected  with 
disease  other  than  tuberculosis 

19.58 

54.29 

Tuberculosis  only: 

Whole  carcases  condemned 

- 

- 

- 

- 

- 

Carcases  of  which  some  part 
or  organ  was  condemned 

- 

— 

- 

— 

Percentage  of  the  number 
inspected  affected  with 
tuberculosis 

Cysticercosis: 

Carcases  of  which  some  part 
or  organ  was  condemned 

1 

- 

- 

— 

- 

Carcases  submitted  to  treatment 
by  refrigeration 

- 

- 

- 

- 

- 

Generalised  and  totally  condemned 

■ ■■  ■ ■ ■■  y. 

- 

- 

- 

- 

__L 

Total  weight  of  carcase  meat  and  organs  condemned  ...  6 cwts.  100  lbs. 


- 44  - 


T/iELE  20 


OTHER  FOODS  INSPECTED  AND  COITOEPMED 


Nature  of  Food 


V/eight 


Tinned  Meat  30  lbs. 

Frozen  Meat  5 lbs. 

Frozen  Fish  1 lb. 

Frozen  Pastry  4 lbs. 


40  lbs. 

TJiBLE  21 

FOOD  /JTD  DRUGS  ACT,  193b 


Samples  obtained  for  ilnalysis 


49  milk  1 

1 glycerin  B.P.  1 

1 camphorated  oil  B.P.  1 

1 tinctiire  of  iodine  B.P.  1 

1 gravy  browning  1 

1 cheese  1 

1 margarine  ‘ 1 

1 tapioca  1 

1 bacon  1 

1 tea  1 

1 flour  2 

1 lettuce  1 

1 sauce  1 

1 tomato  sauce  1 

1 potted  meat  1 

1 bread  1 

1 fresh  fruit  1 


fruit  curd 
mint  in  vinegar 
fruit  juice 
table  jelly 

edible  cake  decorations 
ground  almonds 

condensed  milk,  full  cream,  unsweetened 

cooking  fat 

butter 

pork  sausages 
beef  sausages 
dripping 
ethnine  linctus 
arrowroot 
cough  medicine 
wine  (British  Ruby) 
saccharin  tablets 


Sample 


Samples  not  found  to  be  genuine 
Result  of  iinalysis 


Action  Taken 


Tomato  Sauce 


Potted  Meat 
Table  Jelly 


List  of  ingredients  included  the  word 
Vegecol  v/hich  is  not  the  usual  name 
of  a food 

Meat  content  84%.  Recommended  meat 
content  for  potted  meat  95^ 

Contained  artificial  colouring  matter 
Ponceau  SX.  As  from  June  19^7  this 
colour  has  been  excluded  from  the  list 
of  coal  tar  colours  permitted  in  food 


No  action  taken 


Vendor  notified 

Vendor  and  manu- 
facturer notified 
and  stock  withdrawn 
from  sale 


Pork  Sausages  Contained  23O  parts  per  million  of 

sulphite  preservative 


Vendor  interviewed 
and  cautioned 


Beef  Sausages  Contained  300  parts  per  million  of 

sulphite  preservative 


Vendor  interviewed 
and  cautioned 
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